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Exhibit B 


GROUND DUPLICATING AND ANALYSIS EQUIPMENT 
RECOMMENDED MANUALS AND QUANTITIES 


MANUAL FOR: REQUIREMENT NO. 1 REQUIREMENT NO. 2 REQUIREMENT NO. 3 

Rack A 15 ~ (*) 15 and 1 Reproducible 
Racks B, and B, 15 - (*) 15 and 1 Reproducible 
Rack ¢ 25 - (*) 30 and 1 Reproducible 
Rack E | 25 - (*) 20 and 1 Reproducible 
Rack F 40 = (*) 30 and 1 Reproducible 


Racks A, By) and 
Bo, and F (Covers 
Duping Process for 


Systems 1 and 3) a5 - 15 and 1 Reproducible 
Rack G and J 15 - 15 and 1 Reproducible 
Rack H a - 15 and 1 Reproducible 
Rack K 15: - 15 and 1 Reproducible 
Rack L 15 - (*) 15 and 1 Reproducible 
Rack M 15 - (*) 15 and 1 Reproducible 
Rack N 15 - (*) 15 and 1 Reproducible 


Racks G, H, J, K, 

F, L, C and N 

(Covers Duping 

Process for 

System |) 15 ~ 15 and 1 Reproducible 


SECRET 


This document contains information affecting the national 
defense of tha United States within the meaning of the 
Espionage Laws, Ti'ls 18 U S.C, S-ction 729 arid 794, bts 
Et - 
Approved For Release 2000/09/04: GIA-RDP8 1130087800 £400030113 4 


manner to an una person 1s pro 


